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Message Text 


UNCLASSIFIED 

PAGE 01 DAKAR 05252 171553Z 

42 

ACTION AF-08 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /028 W 

023180 

R 171505Z AUG 76 
FM AMEMBASSY DAKAR 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6213 
AMEMBASSY ABIDJAN 
AMEMBASSY PARIS 

UNCLAS DAKAR 5252 

E.O. 11652: N/A 
TAGS: BEXP, SG 

SUBJECT: FOREIGN GOVERNMENT TENDER (FGT) - TWO DIESEL GENERATOR 
SETS FOR ST. LOUIS POWER STATION. 

1. 744/0 1/T0005 

2.081776 

3. A. HOUDROUGE 

4. 744 SENEGAL 

5. Y - ELECTRICITY COMPANY (SENELEC) 

6. REPLY TO : MONSIEUR LE DIRECTEUR GENERAL DE LA SENELEC 
28, RUE VINCENS 

B.P. 93 - DAKAR, SENEGAL 

7. FJ/BB NO. 862 

8. 102376 AT 12.00 A.M. 

9.201 

10. 36214 47 TWO DIESEL-ENGINE DRIVEN GENERATOR SETS, 2.500/ 

3.000 KW. 

UNCLASSIFIED 

UNCLASSIFIED 
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1 1 . TENDER CALLS FOR SUPPLYING AND INSTALLATION OF ONE OR TWO 
DIESEL- ENGINE DRIVEN GENERATOR SETS FOR ST. LOUIS 
POWER STATION. PROJECT FINANCED BY AFRICAN DEVELOPMENT BANK 
(B.A.D.). TENDERS WILL BE ACCEPTED FROM COMPANIES OF ALL 
COUNTRIES WHETHER OR NOT B.A.D. MEMBERS EXCEPT RHODESIA AND 
SOUTH AFRICA. 

DOSSIER OF TENDER AND SPECIFICATIONS, ALL IN FRENCH, ARE 
AVAILABLE FREE OF CHARGE AT ABOVE ADDRESS. ONE SET TENDER 
ANNOUNCEMENT AIR MAILED USDOC AUGUST 17. 

BIDS AND CORRESPONDENCE MUST BE IN FRENCH. 

DAVIS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976DAKAR05252 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76031 5-0953 
From: DAKAR 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760848/aaaaboxr.tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 APR 2004 by ReddocGW>; APPROVED <10 DEC 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER (FGT) - TWO DIESEL GENERATOR SETS FOR ST. LOUIS POWER STATION. 
TAGS: BEXP, SG 
To: COM 
Type: TE 
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